Use & Care 


Operating and caring for your Envirolet® Composting Toilet System is easy! Simply follow these 
directions. 


Initial System Start-Up 

1 . Install Envirolet® properly. 

2. Spread Envirolet® Premix Starter Kit evenly over Paper Mat in composting system. 

3. Gently sprinkle 1 warm glass of water over Premix Starter material inside Envirolet® composting system. 


Day-to-Day Operation 

Add 1/4 cup of Peat Moss (standard, garden variety) per person per day through the Bowl with Self- 
Contained Systems or through the Service Panel with Remote Systems. 


Week-to-Week Operation 

1 . Agitate and aerate the mass in the system by pulling the Aerator Bar (top bar) back and forth. Generally, 
you will only use the Rake Bar (bottom bar) when emptying your Envirolet® System. 

2. Add Envirolet® Compost Accelerator evenly over the mass once every two weeks with a warm glass of 
water (see instructions) on jar). 


' System Cleaning I 

Waterless Systems: I 
In all Waterless Systems, the bowl removes for easy cleaning. Simply remove bowl and clean with organic i 
cleaner and replace. I 

l Low Water Systems: I 
l With a Low Water System, you can clean the low flush toilet bowl as you would any ceramic toilet bowl. 
I Spray inside of bowl with an organic cleaner or mild soap mixed with a small amount of water. 

I Cleaning Notes: 

l 1 . Do not use any harsh chemicals to clean your Envirolet® System. Chemicals can affect the natural 
1 composting process. 

2. Try to not add much excess water to system when cleaning. I 
v 3. Use plastic toilet brushes only to protect finish of bowl. / 
^_ ___________________________________________ ^ 

Proper use and care of your Envirolet® is essential to proper system performance. Contact us if you 
have any questions about the Use & Care of your Envirolet®. 


